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Message Text 

UNCLASSIFIED 

PAGE 01 VIENNA 00418 200816Z 
ACTION SCSE-00 

INFO OCT-01 ISO-00 PASS-00 /OOl W 

201027Z 110420/10 

R 190908Z JAN 77 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC 0547 

UNCLAS VIENNA 0418 

EO 11652: N/A 

TAGS: CASC, AU (ZSITVAY, ANDREW) 

SUBJ: W/W: HOSPITALIZATION OF ANDREW SZITVAY 

TO MRS. GEORGIA BALLA 
524 B RD. 1 
PARK LANE 

PRINCETON, NEW JERSEY 08520 
TELEPHONE 201-359-2005 

1. AMERICAN CONSUL VISITED YOUR FATHER, ANDREW ZSITVAY, AT 
WIENER NEUSTADT HOSPITAL ON JANUARY 18. HE CONTINUES 

TO RECOVER EROM INJURIES SUSTAINED IN TRAFFIC ACCIDENT OE 
DECEMBER 24. ACCORDING ATTENDING PHYSICIAN, PROGNOSIS FOR 
FULL RECOVERY GOOD. HOSPITALIZATION FOR ADDITIONAL PERIOD 
OF APPROXIMATELY TWO MONTHS REQUIRED, HOWEVER. 

2. MR. ZSITVAY HAS RETAINED LOCAL ATTORNEY, DR. EUGEN 
FRIEDRICH RADEL, BRUNNENPLATZ 5, A-7210 MATTERSBURG, 

AUSTRIA, TELEPHONE 2626-2652, TO REPRESENT HIM IN 
PROSECUTING DAMAGE CLAIM AGAINST INSURANCE COMPANY OF 
DECEASED AUSTRIAN DRIVER WHO REPORTEDLY RESPONSIBLE FOR 
ACCIDENT. 

3. IN ACCORD WITH PRIVACY ACT, MR. ZSITVAY HAS AUTHORIZED 
EMBASSY'S CONSULAR SECTION TO KEEP YOU INFORMED OF 
PERTINENT DEVELOPMENTS IN THIS MATTER. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 VIENNA 00418 200816Z 

AMERICAN EMBASSY, VIENNA, AUSTRIA. INTERESTED PARTY 
COLLECT.BUCHANAN 

NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 
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Disposition Comment: 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977VIENNA00418 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770021-0467 

Format: TEL 
From: VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 35/aaaabena. tel 

Line Count: 58 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: cafb07d4-c288-dd11-92da-001cc4696bcc 

Office: ACTION SCSE 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
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Retention: 0 
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